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Certificate Of Analysis 

CLIENT : New England Compounding Center 


ARL#: 185114-01 

LOT#: 08202012® 11 


DESCRIPTION: 
DATE RECEIVED: 
STORAGE: 
CONTAINER: 


Famotidine-Ondansetron-Dexamethasone (NS) 20mg-4mg-10mg/ 100ml Injectable 
08/ 21/ 2012 

2°C to 8°C (35.6°Fto 46.4°F) 

One 3 mL syringe 


Analyte / Specifications 

Expected 

Amount 

Units 

Results 

% 

Of EXP. 

Test 

Method 

Date 

T ested 

Famotidine 

Specifications = 90% - 110% 

20 

mg/ 100 mL 

Not Detected 


HPLC 

8/ 27/ 2012 

Ondansetron HC1 Dihydrate 

Specifications = 90% - 110% 

4.0 

mg/ 100 mL 

66.107 

1652.7% 

HPLC 

8/ 27/ 2012 

D examethaso ne 

Specifications = 90% - 110% 

10 

mg/ 100 mL 

163.983 

1639.8% 

HPLC 

8/ 28/ 2012 



Alex Tang - Laboratory Supervisor 


Date Reported 


ARL Form QUF-078-V4 03/05/2010 


Results reported above relate only to the sample that was tested. 
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